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1 Comment i Rotary indicators are manufactured i or 

' svst ems ' " Tor '"gantry cranes and other electrical control equipment. This 
equipment ^produced at the Koepenick Radio Plant, where improvements 
currently have been made in it. The enclosed specifications represent 
the most recent developments. 


This document is a photostat copy of a set of i n 2 ru ff ns . 
dated Arril 1952. prepared by the Koepenick Radio Plant, belonging to the WB RFT 
/Administration of People-Owned Enterprises for Radio and Telecommunications), for 

indicator, type JO/lloA, used * -““ShSSS”' 
These construction specifications consist of the following. ^r^ith 

data /freauencv, rated voltage, etc.); b) winding specifications for rotor, 
diagram! c ) table giving winding statistics for rotorj d) diagram of rotor circul , 
^ SnSngspS«i=atSns for sfator; f) diagram of stator circuits and g) dragram 

for stator winding. 
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